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Key  Reference  and  Guidance  Material  for 
Non-Municipal  Year-Round  Residential 
Drinking  Water  Systems 

Many  useful  materials  are  posted  on  the  Ministry 
of  the  Environment's  Drinking  Water  Ontario 
website  at  www.ontario.ca/drinkingwater  to  help 
in  the  operation  of  your  drinking  water  system. 

Below  is  a  list  of  key  materials  frequently  used  by 
owners  and  operators  of  non-municipal  year-round 
residential  drinking  water  systems.  To  read  or 
download  these  materials,  go  to  Drinking  Water 
Ontario  and  search  in  the  Resources  section  by 
Publication  Number. 

Visit  Drinking  Water  Ontario  for  more  useful 
materials.  Contact  the  Public  Information  Centre  if 
you  need  assistance  or  have  questions  at  1-800-565- 
4923/416-325-4000  or  picemail.moe@ontario.ca. 


PUBLICATION 
NUMBER 

PUBLICATION  TITLE 

5362e 

Providing  Safe  Drinking  Water  to  the  Public:  A  Guide  for  Owners  and  Operators  of  Non-Municipal  Year-Round 
Residential  Drinking  Water  Systems 

5744e 

Taking  a  Drinking  Water  Sample  for  Testing  -  Tips  for  Owners  and  Operators  of  Drinking  Water  Systems 
Covered  by  Ontario  Regulation  170/03 

5477e 

Treatment  Options  for  Owners  of  Non-Municipal  Year-Round  Residential  Drinking  Water  Systems 

7780e 

Tips  for  Maintenance  of  Small  Drinking  Water  Systems 

7775e 

Corrective  Actions  to  Take  if  Your  Drinking  Water  Becomes  Contaminated 

7071 dvd 

Video  for  Owners  of  Non-Municipal  Year-Round  Residential  Drinking  Water  Systems 

0000 

Non-Municipal  Year-Round  Residential  Drinking  Water  Systems  -  Keeping  Track  Schedules  and  Sample  Logs 

7128e 

Drinking  Water  System  Contact  List 

4448e01 

Procedure  for  Disinfection  of  Drinking  Water  in  Ontario 

4414e01 

Procedure  for  Corrective  Action  for  Systems  Not  Currently  Using  Chlorine 

6969e 

Protecting  Groundwater  to  Protect  Health 

6555e 

Required  Qualifications  to  Operate,  Test  or  Sample  Drinking  Water  Systems  Under  the  Safe  Drinking  Water  Act, 
2002 

4449e01 

Technical  Support  Document  for  Ontario  Drinking  Water  Standards,  Objectives  and  Guidelines 

5749e 

Steps  to  Become  a  Limited  System  Operator 
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Principaux  guides  et  documents  de  reference 
sur  les  reseaux  residentiels  toutes  saisons 
non  municipaux 


Beaucoup  de  documentation  sur  le  fonctionnement 
d'un  reseau  d'eau  potable  se  trouve  sur  le  site 
Web  d'Eau  potable  Ontario  a  www.ontario.ca/ 
eaupotable  du  ministere  de  l'Environnement. 

Vous  trouverez  ci-dessous  la  liste  des  principaux 
documents  que  les  proprietaires  et  les  exploitants  de 
reseaux  residentiels  toutes  saisons  non  municipaux 
utilisent  frequemment.  Pour  lire  ou  telecharger  ces 
documents,  allez  sur  le  site  Web  d'Eau  potable 
Ontario,  et  effectuez  une  recherche  par  numero  de 
publication  dans  la  section  RESSOURCES. 

Consultez  le  site  d'Eau  potable  Ontario  pour 
obtenir  d'autre  documentation.  Communiquez  avec 
le  Centre  d'information  du  public  au  1  800  565-4923 
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Prelevement  d'echantdllons  d'eau  pour  des.  analyses 


Distribution  d'eau  potable 
saine  au  public 
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ou  au  416  325-4000,  ou  encore  a  picemail.moe® 
ontario.ca  si  vous  avez  des  questions  ou  besoin 
d'aide. 


NUMERO  DE  PUBLICATION 

5362f 

Distribution  d'eau  potable  saine  au  public:  Guide  pour  les  proprietaires  et  les  exploitants  de 
reseaux  d'eau  portable  residentiels 

5744f 

Prelevement  d'echantillons  d'eau  pour  des  analyses  -  Conseils  pour  les  proprietaires  et  les 
exploitants  de  reseaux  d'eau  potable  vises  par  le  Reglement  de  I'Ontario  170/03 

5477f 

Options  en  matiere  de  traitement  de  I'eau  potable  pour  les  proprietaires  de  reseaux 
residentiels  toutes  saisons  non  municipaux 

7780f 

Conseils  pour  assurer  I'entretien  d'un  petit  reseau  de  distribution  d'eau  potable 

7775f 

Mesures  a  prendre  si  votre  eau  potable  devient  contaminee 

7071 dvd 

Video  for  Owners  of  Non-Municipal  Year-Round  Residential  Drinking  Water  Systems  (en  anglais 
seulement) 

0000 

Reseaux  residentiels  toutes  saison  non  municipaux  -  Calendriers  de  suivi  et  exemples  de 
registre 

7128f 

Liste  des  personnes-ressources  du  reseau  d'eau  potable 

4448f01 

Marche  A  suivre  pour  desinfecter  I'eau  portable  en  Ontario 

441 4f01 

Mesures  correctives  a  prendre  pour  les  reseaux  n'utilisant  pas  de  chlore 

6969f 

Proteger  I'eau  souterraine,  c'est  proteger  la  sante 

6555f 

Qualifications  necessaires  pour  exploiter,  analyser  ou  echantillonner  des  reseaux  de 
distribution  d'eau  potable  conformement  a  la  Loi  de  2002  sur  la  salubrite  de  I'eau  potable 

4449f01 

Document  d'aide  technique  pour  les  normes,  directives  et  objectifs  associes  a  la  qualite  de  I'eau 
potable  en  Ontario 

5749f 

Etapes  a  suivre  pour  devenir  exploitant  d'un  reseau  limite 

Ontario. ca/eaupotable 
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